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Worcester Cathedral, Of the Original Cathedral 
(A. D. 1084) little remains. I'lie major part ot the present 
edifice was built 1224 to 1400 It is cruciform with double 
transepts, the total length being 425 feet. During the 
C’vil Wa>- the Cathedral sutler* d great damage, but from 
1700 until modern times restorations h ive been carried 
out with great success The int* rior cont in . a number of 
interesting monuments including the Tomb ot K.ng Jonn. 
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